USPS Pricing Engine SDK 


September 22, 2017. 


Summary 
This is the Domestic and International Pricing Engine SDK (version 11.5.8.0). The following is a list of 
corrections included in this release. 


Customs Forms Changes 


e Made changesto correct a bug reported by WebTools that the API was not returning the same 
results as the web interface. 


Impact on Existing Applications 
You will have to rebuild your applications. 


Instructions 
1. Copy the DLLs 


Note: the CustomsFormsEngine.dll is the only DLL that was updated. 


Contents 


Description 
Folder Libraries 
Rate Engine Framework RateEngine_Framework.dll 
Business Framework RateEngine_Business. dll 
Domestic Business Rate Engine RateEngine_DomBusiness. dll 
International Business Rate Engine RateEngine_Int|Business. dll 
Service Delivery Extensions ServiceDeliveryExtensions. dll 
Customs Forms Engine CustomsFormsEngine.dll 
Release Notes USPS Pricing Engine SDK 11_5 8 O.pdf 
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